LORD RAYLEIGH
dinner without saying a word to those sitting next to him, and yet would speak freely and well on things that interested him.
In the case of Cavendish we must remember that the motto of the Royal Society is NulUus in verba, and his family motto Cavendo tutus, and neither of these encourages loquacity.
Maxwell's health began to fail at the beginning of 1879 and he was able to spend only very little time in the laboratory. He went to Glenlair, his house in Galloway, for the summer but rapidly grew worse. He was brought back to Cambridge to be under the care of his favourite physician, Sir George Paget. He suffered much pain, which he bore with great fortitude. He died on November 5, 1879.
The Professorship had been established under the regulation that it was to " terminate unless the University by the Grace of the Senate shall decide that the Professorship shall be continued ". A Grace to continue the Professorship was passed on November 20, 1879. Lord Rayleigh was persuaded to become a candidate and was elected on December 12, 1879. He began his work at the laboratory in the Lent Term of 1880, giving a course of lectures on physical apparatus which were well attended. He also began to organise and develop the teaching of physics to undergraduates, which had hitherto been somewhat neglected. The need for this was pressing, for the number of students taking physics was increasing quickly, and also because the University had decided that in 1881 the Natural Sciences Tripos was to be divided into two parts. In Part I candidates were expected to take the more elementary parts of three or more subjects, while in Part II they were expected to specialise in one subject. This Part would demand a knowledge of the more advanced parts of physics,
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